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SECOM MEMBER VOTE SHEET 
Subject: Waiver of DCID 1/7 Requirements for MITRE Corporation 


With regard to the DIA request of 22 February 1983 that the c31 Division 
of the MITRE Corporation be treated as a "Government-owned, contractor- 
operator laboratory” for the purposes of exemption from DCID 1/7 dissemination 
controls on release of NOCONTRACT and PROPIN material, I vote as follows: 


Concur 


— Noneconcur 1. PK... 
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STAT 


(Comments, if any, should be noted below) 
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